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On the Track of Ice Age Mammals, Anthony J. 
Sutcliffe, book reviewed by Dennis Stan- 
ford, 174 

On Understanding Japanese Religion, Joseph M. 
Kitagawa, book reviewed by H. Neill 
McFarland, 464 

Open Country Iowa: Rural Women, Tradition, and 
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baugh, 234 

Our Sacred Land, Chris Spotted Eagle, film re- 
viewed by Harald Prins, 774 


Pagan Celts, Anne Ross, book reviewed by Car- 
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viewed by Agehananda Bharati, 722 

Reflections: The Anthropological Muse, J. lain 
Prattis, ed., book reviewed by J. David Sa- 
pir, 445 

Refugees of a Hidden War: The Aftermath of Coun- 
terinsurgency in Guatemala, Beatriz Manz, 
book reviewed by Allan F. Burns, 754 

Reindeer Moon, Elizabeth Marshall Thomas, 
book reviewed by Megan Biesele, 229 

Rejoinder to Brown, commentary by R. K. 
Dentan, 422 

Rejoinder to Nanda, commentary by R. K. 
Dentan, 423 

Relativism and the Search for Human Rights, 
Alison Dundes Renteln, 56 

Relevance: Communication and Cognition, Dan 
Sperber and Deirdre Wilson, book reviewed 
by Eve E. Sweetser, 744 


(90, 1988] 


Renunciation and Reformulation: A Study of Conver- 
sion in an American Sect, Harriet Whitehead, 
book reviewed by Riv-Ellen Prell, 454 

Reply to Ahmed, commentary by M. Jamil 
Hanifi, 166 
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viewed by Daniel Bradburd, 203 

Shem Pete’s Alaska: The Territory of the Upper 
Cook Inlet Dendina, James Kari and James A. 
Fall, eds., book reviewed by Catherine 
McClellan, 703 

Sioux Indian Religion: Tradition and Innovation, 
Raymond J. DeMallie and Douglas R. 
Parks, eds., book reviewed by Loretta Fow- 
ler, 705 

Small Site Architecture of Chaco Canyon, New Mex- 
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